U        CORPUS  CK  .STI  CHURCH. 
Corpus  Christi  Church,  Sch 
located  at  Grand  Boulevard  an 
buildings  are  of  Bedford  Stoi 
■»         architecture  is  the  Italian  Ren 
„;  It  is  one  of  the  finest  churc 

situated  in  the  most  beautiful  • 
the  entrance  to  Washington  P 
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